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Station  2+10,  Offset  201  feet  downstream.  Elevation  602  feet 
Right  abutment.  28  November  1973. 
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Station  2+10,  Offset  150  feet  downstream.  Elevation  602  feet 
Right  abutment.  28  November  1973 
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Station  2+10,  Offset  125  feet  downstream.  Elevation  602  feet 
Right  abutment.  28  November  1973. 
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Station  2+10,  Offset  101  feet  downstream.  Elevation  602  feet 
Right  abutment.  28  November  1973. 
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Station  2+10,  Offset  50  feet  downstream,  Elevation  602  feet 
Right  abutment.  28  November  1973. 
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Station  2+10,  Offset  50  feet  upstream.  Elevation  602  feet 
Right  abutment  1  on  1  slope.  28  November  1973. 


Station  2+10,  Offset  75  feet  upstream.  Elevation  602  feet 
Right  abutment  1  on  1  slope.  28  November  1973. 
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Station  2+05,  Offset  100  feet  upstream.  Elevation  615  feet 
Right  abutment,  sink  hole.  5  November  1973. 
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Station  2+10,  Offset  101  feet  upstream.  Elevation  615  feet 
Right  abutment,  sink  hole.  28  November  1973. 


Station  2+10,  Offset  140  feet  upstream.  Elevation  602  feet. 
Right  abutment  1  on  1  slope.  28  November  1973. 


Station  2+25,  Offset  150  feet  downstream.  Elevation  590  feet 
Right  abutment  1  on  1  slope.  8  March  1974. 
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Station  2+25,  Offset  100  feet  downstream.  Elevation  590  feet 
Right  abutment  1  on  1  slope.  8  March  1974. 
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Station  2+25,  Offset  75  feet  downstream.  Elevation  590  feet. 
Right  abutment  1  on  1  slope.  See  following  photograph  for  con 
tinuation  of  chimney  at  Elevation  590  feet. 


Station  2+30,  Offset  50  feet  upstream.  Elevation  580  feet 
Right  abutment  1  on  1  slope.  16  April  1974. 


Station  2+30,  Offset  85  feet  upstream,  Elevation  580  feet 
Right  abutment  1  on  1  slope.  16  April  1974. 


Station  2+30,  Offset  110  feet  upstream.  Elevation  580  feet. 
Right  abutment  1  on  1  slope.  16  April  1974. 


Station  2+4  5,  Offset  22  0  feet  downstream.  El  oval  ion  5  7  0  feet 
Right  abutment  1  on  I  slope.  6  April  1974. 


Station  2+45,  Offset  110  feet  downstream.  Elevation  570  feet 
Right  abutment  1  on  1  slope.  30  April  1974. 


Station  2+48,  Offset  90  feet  downstream.  Elevation  570  feet. 
Right  abutment  1  on  1  slope.  1  May  1974 


Station  2+60,  Offset  120  feet  upstream.  Elevation  553  feet 
Right  abutment  1  on  1  slope.  7  June  1974. 
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Station  2+89,  Offset  301  feet  downstream,  Elevation  531  feet 
Right  abutment  1  on  1  slope.  6  September  1974. 


Station  2+70.  Offset  250  feet  downstream.  Elevation  543  feet 
Right  abutment  1  on  1  slope.  24  June  1974. 
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Station  2+80,  Offset  30  feet  upstream.  Elevation  535  feet 
Right  abutment  1  on  1  slope.  4  September  1974. 
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Station  2+60,  Offset  30  feet  upstream,  Elevation  542  feet 
Right  abutment  1  on  1  slope.  1  July  1974. 


Station  2+70,  Offset  50  feet  upstream.  Elevation  543  feet 
Right  abutment  1  on  1  slope.  1  July  1974. 


Station  2+80,  Offset  60  feet  upstream,  Elevation  535  feet 
Right  abutment  1  on  1  slope.  4  September  1974. 


Station  3+40,  Offset  65  feet  upstream.  Elevation  493  feet 
Right  abutment  1  on  1  slope.  8  April  1975. 


Station  2+70,  Offset  70  feet  upstream.  Elevation  543  feet 
Right  abutment  1  on  1  slope.  1  July  1974. 


Excavation  for  Powerhouse  and  Spillway,  forms  for  Tailrace  and 
Splitter  Walls  in  backfround.  October  1974. 
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Excavation  of  foundation  for  Main  Dam  and  Right  Abutment.  Oc 


Excava  tion  of  Monoliths  D17,  D16,  D15  and  Splitter  Wall  (fore 
ground)  with  shotcrete  applied.  October  1974. 


Station  10+01,  Offset  centerline.  Elevation  485  feet 
Final  foundation  485  berm.  10  June  74. 


Station  9+30,  Offset  20  feet  upstream.  Elevation  470  feet 
Monolith  D-l  and  D-2.  26  Aug  74.  Irregular  horozontal 

line  on  shale  is  the  1  to  2  inch  offset  required  for 
saw-cut  operations. 


Overall  view  of  Monolith  Dl,  looking  north. 


Station  9+20,  Offset  centerline.  Elevation  465  feet.  Final 
foundation  Monolith  D3/4  and  D5/6.  22  July  1975 


Station  9+00,  Offset  20  feet  upstream.  Elevation  465  feet. 
Final  foundation  Monolith  D3/4  and  D5/6.  22  July  1975. 


Station  9+20,  Offset  centerline.  Elevation  465  feet.  Final 
foundation  Monolith  D3/4  and  D5/6.  22  July  1975 
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Station  8+80,  Offset  20  feet  upstream.  Elevation  465  feet 
Final  foundation  Monolith  D3/4  and  D5/6.  22  July  1975. 
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Station  8+75,  Offset  107  feet  downstream.  Elevation  475  feet 
Monolith  D3/4  and  D5/6,  saw  cut  face.  13  July  1974. 
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Station  8+55,  Offset  20  feet  upstream.  Elevation  480  feet 
Monolith  D  3 / 4  and  D5/6.  26  July  1974. 
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Station  8+80,  Offset  20  feet  upstream.  Elevation  465  feet 
Final  foundation  Monolith  D3/4  and  D5/6.  22  July  1975. 


Station  7+60, 
Final  foundati 


Station  7+60,  K-2f,  final  foundation  section.  Powerhouse 

Showing  sump  // 1  .  10  June  1  9  7  5. 


Station  7  +  60,  K-2f.  final  found  at  ion  s  e c  t  i on,  P o  we rhou s e 

Showing  sump  it  1.  10  June  1973. 
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Station  7+40,  Offset  10  feet  downstream.  Elevation  464  feet 
Final  foundation.  Powerhouse.  9  May  1975. 


Station  7+45,  Offset  32  feet  downstream.  Elevation  453  feet 
Final  foundation.  Powerhouse.  10  June  1975. 


Station  7+10,  Offset  centerline.  Elevation  464  feet.  Final 
foundation.  Powerhouse.  21  May  1975. 
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Station  6+54,  Offset  40  feet  downstream.  Elevation  457  feet 
Final  foundation.  Powerhouse.  2  June  1975 
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Station  6+20,  Offset  15  feet  upstream.  Elevation  464  feet. 
Final  foundation.  Powerhouse.  16  May  1975. 


Station  4  +  60,  Of  Is  e  t  110  feet  downstream.  Elevation  465  feet 
Final  foundation.  Monolith  1)9.  6  August  1  9  7  5  . 


Station  4+45,  Offset  90  feet  downstream.  Elevation  465  feet. 
Final  foundation.  Monolith  D9.  6  August  1975. 


Station  4+45,  Offset  60  feet  downstream.  Elevation  465  feet 
Final  foundation.  Monolith  D9 .  6  August  1975. 


Station  5+05,  Offset  20  feet  downstream.  Elevation  465  feet 
Final  foundation,  Monolith  D9 .  6  August  1975. 


Station  4+90,  Offset  40  feet  upstream.  Elevation  465  feet 
Final  foundation.  Monolith  D9 .  6  August  1975  . 


Station  4+45,  Offset  20  feet  upstream.  Elevation  465  feet 
Final  foundation,  Monolith  D9.  6  August  1975. 


Station  4+20,  Offset  120  feet  downstream.  Elevation  490  feet 
Monolith  Dio.  21  September  1974. 


Station  4  +  05,  Offset  110.  feet  downstream,  final  foundation 
Monolith  D10.  6  August  1975. 


Station  3+70,  Offset  111  feet  downstream.  Elevation  465  feet 
Final  foundation  Monolith  Dll/12.  11  July  1975. 


Station  3+60,  Offset  111  feet  downstream.  Elevation  465  feet 
Final  foundation.  Monolith  Dll/12.  11  July  1975. 
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